a 


ADHESIVE MATERIALS 
Spontaneous ignition of, 6.26 

ADVERTISING SUPPLEMENTS 
Alarm and detection devices, 4.85 
Apparatus and rescue products, 6.79 
Building construction products, 2.128 
Extinguishing systems, 1.106 
Protective clothing, 5.90 

AIRCRAFT CRASH FIRES 
Catastrophic, B-727 and DC-9, runway collision, Michigan, 

Dec. 3, 1990, 4.70 


Catastrophic, single-engine plane, Oklahoma, Aug. 21, 1990, 


Runway collision, Detroit, Mich., Dec. 3, 1990, 3.69 
AIRCRAFT FIRES 
Military plane, California, Nov. 7, 1990, 6.74 
AIRPORTS 
Catastrophic aircraft fire on runway, Detroit Metropolitan 
Airport, Dec. 3, 1990, 4.70 
Emergency response drill, Logan International Airport, Bos- 
ton, Mass., 2.54 


= board and care facility fire, Jan. 7, 1990, 
Catastrophic board and care facility fire, Sept. 19, 1990, 
4.68 


Catastrophic dwelling fire, Aug. 27, 1990, 4.64 
ALARM DELAYED 

Employee(s) confirmed fire, 1.30, 5.64 

Employee(s) fought fire, 2.31, 4.67, 6.23, 25 

Fire burned undetected, 1 


Occupant(s) fought fire, 2.29, 3.36, 4.47 
Occupant(s) searched for fire, 1.30 
Passer(s)by attempted rescue, 4.64 
Passer(s)by tried to locate smoke source, 4.64 
Plant closed for weekend, 5.28 
Water motor gong outside building not heard, 5.25 
Waterflow alarm incorrectly installed, 3.25 
Worker(s) fought fire, 3.26, 6.23, 73, 75 
ALBERTA, CANADA 
Apartment building fire, 1990, 5.26 
AMERICAN NATIONAL STANDARDS INSTITUTE (ANSI 
US. response to European economic unification and global 


Catastrophic, Illinois, May 30, 1990, 4.65 
Catastrophic, New York, Aug. 4, 1990, 4.66 
Catastrophic, New York, Jan. 16, 1990, 4.65 
Florida, 1990, 3.25, 6.24 

Illinois, 1990, 4.25 


California, Nov. 10, 1990, 6.73 

Massachusetts, 1989, 3.26 

Missouri, elderly housing, 1.30 
APARTMENT FIR! 

ae 1990, 4.26, 5.26 


ennsylvania, 1990, 4.26 
AQUEOUS FILM-FORMING FOAM (AFFF) 
— prepiping hinders operations in fuel tank fire, 


ARIZONA 
Catastrophic Dude wildland/urban interface fire, June 25, 
1990, 4.70, 6.78 
Dormitory fire, 1990, 2.29 
Fatal wildland/urban interface fire, June 25, 1990, 1.59 
Motor vehicle repair shop fire, 1990, 4.30 
KANSAS 


Catastrophic nursing home fire, March 13, 1990, 4.67 
—_—- plant fire, 1990, 5.28 


AS 
oa disposal of, clubhouse fire cause, 6.23 


Fire spread into, 3.26, 4.67, 6.77 
Fire spread throu; ugh, 6.23 
AUSTIN, TEX. 


City contracts with volunteer fire departments, 2.104 
AUTOMOBILE FIRES 
Catastrophic, California, Jan. 23, 1990, 4.70 
Catastrophic, California, July 22, 1991, 4.67 
Catastrophic, California, Oct. 2, 1990, 4.72 
Catastrophic, Missouri, Feb. 4, 1990, 4.70 
Catastrophic, Tennessee, Dec. 11, 1990, 4.70 
Catastrophic, West Virginia, July 26, 1990, 4.69 
Fatal, California, 1990, 2.32 
AUTOMOBILE REPAIR SHOP FIRES 
Arizona, 1990, 4.30 
California, 1990, 2.30 
Massachusetts, 1990, 2.31 


Texas, 1990, 2.31 


BALCONIES 
Apartment building fire started on, 5.26 
BARGE FIRES 


Catastrophic, Louisiana, Oct. 30, 1990, 4.70 
BARN FIRES 
Illinois, 1990, 2.32 
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BARRACKS FIRES 
Washington, May 11, 1990, 6.77 
BEDDING 
Cc. hic fire i ig, 4.65, 4.69 
Ignited by electric ey 1.30 
Ignited by juvenile with cigarette lighter, 5.26 
Ignited by lamp plug in apartment fire, 3.25 
A. 





Propane cylinders, 6.23 
BOARD AND CARE FACILITY FIRES 
Catastrophic, Alabama, Jan. 7, 1990, 4.67 
Catastrophic, Alabama, Sept. 19, 1990, 4.68 
Catastrophic, Georgia, March 11, 1991, 4.67 
Catastrophic, New York, Oct. 17, 1990, 4.68 
Catastrophic, South Carolina, Nov. 22, 1990, 4.69 
Catastrophic, Texas, Aug. 13, 1990, 4.68 
Catastrophic, Wisconsin, Dec. 31, 1990, 4.69 
BOAT FIRES 
Marina, Connecticut, 1990, 6.26 
Power boat, Nebraska, 1990, 4.31 


, MASS. 
Fire department profile, 2.93 
i International Airport, emergency response drill, 


Nightelub fire, Nov. 28, 1942, 3.74 
BUILDING CODES 
Coordination of model codes, discussion of, 2.72 
BUILDING SCENE COLUMN 
~~ windows, walls, classification of assemblies as, 
6 


Fire-retardant wood shakes/shingles, 1.24 

Glazing materials labeling controversy, 6.12 

NFPA 13, Installation of Sprinkler Systems, 1991 edit., 
12 


Life Safety Code, 1991, changes in, 3.33 
= Safety Code, 1991, contents and furnishings regula- 


ms, 4.20 
BUILDING: UNDER-CONSTRUCTION FIRES 
Apartment complex, California, Nov. - 1990, 6.73 
Postal facility, Massachusetts, 1990, 3. 
See also DWELLINGS-UNDER- CONSTRUCTION FIRES 
BUILDING-UNDER-RENOVATION FIRES 
Manufacturing plant, South Dakota, Dec. 15, 1990, 6.75 
Warehouse/homeless shelter, Washington, 4.31 


Cc 


CALIFORNIA 
Aircraft fire, Nov. 7, 1990, 6.74 
Apartment building fire, 1990, 5.26 
Apartment complex fire, Nov. 10, 1990, 6.73 
Catastrophic motor home fire, July 30, 1990, 4.72 
Catastrophic motor vehicle fire, Jan. 23, 1990, 4. “y 
Catastrophic motor vehicle fire, Oct. 2, 1990, 4.72 
= underground electrical vault fire, July 12, 1990, 

6 


C. phic vacant di g fire, = 22, 1990, 4.67 
Condominium complex “1990, 6.2 
Electric generating plant fire, Jan. 10, #990, 6.76 





Hotel fire, 1990, 6.24 

Manufacturing plant fire, 1990, 3.31, 6.25 

Manufacturing plant fire, Jan. 12, 1990, 6.75 

Medical research laboratory fire. 1990, 5.30 

Mixed-occupancy fire, 1990, 6.25 

= picture studio/manufacturing plant fire, Nov. 6, 1990, 
6.74 


Motor vehicle repair shop fire, 1990, 2.30 
National forest fire, June 27, 1990, 1.61, 6.73 
Supermarket fire, 1990, 2.30 
Warehouse fire, 1990, 6.26 
Wildland fire, Aug. 6, 1990, 6.74 
Wildland/urban interface fires, June 27, 1990, 1.59, 
6.73,74,75 
CANADA 
Apartment building fire, Alberta, 1990, 5.26 
Motor vehicle repair shop fire, Ontario, 1989, 1.28 
fire, Ontario, Canada, 1990, 1.50 
Tire fire, Quebec, Canada, 1990, 1.55 
CANDLE 
Dormitory fire caused by, 2.29 
Fatal manufactured home fire caused by, 4.26 
CARBON MONOXIDE 
Fire fighter fatalities caused by, 4.53 
CARPETS AND RUGS 
Ignited by floor furnace, catastrophic fire cause, 4.69 
CATASTROPHIC FIRES, U.S. 
US., 1990, study of, 4.60 


CEILIN 
Catastrophic fire spread over tes 4.64 


ignitio , 
maaan solution reaction caused explosion’ 
Hydrocarbon-caustic solution reaction possible cause of 


explosior/fire, 
Peroxide/polyurethane chain reaction, 5.28 
CHEMICAL PLANT 
Catastrophic, Texas, July 5, 1990, 4.67 
Fatal, Ohio, 1990, 3.31 
CHEMICAL WAREHOUSE FIRES 
Texas, 1990, 6.26 
CHILDREN AND CIGARETTE LIGHTERS 
Cause of catastrophic fire, 4.65, 66 
Cause of fatal fire, 6.24 
Cause of fire, 5.26 
CHILDREN AND MATCHES 
Cause of 


Possible cause of fatal fire, 2.32 
CHILDREN, UNATTENDED 
Catastrophic fire victims, 4.65, 66 
CHRISTMAS TREE FIRES 
California, 1990, 6.24 
Catastrophic, Michigan, Dec. 22, 1990, 4.64 


ition source, 1990 fires, 4.68, 69 
IN AND CIGARETTE LIGHTERS 


hic 
Careless use of, possible cause of cain fire, 4.66 
Careless use, apartment fire cause, 2.29 
CLOTHING FIRES 
Catastrophic, flash fire ignites clothes, 4.67 
Fatal, lamp ignited clothing, 4.25 
Fatal, worker, spilled molten metal, 1.31 
CLUB FIRES 
Catastrophic, New York, March 25, 1990, 4.67 
— - phic, vacant building, Georgia, Dec. 12, 1990, 
Cocoanut Grove fire, five eyewi ber, 3.74 
Michigan, 1990, 6.23 
Washington, May 11, 1990, ny 
COAL MINE EXPLOSIONS AND FIRES 
eee ek July 31, 1990, 4.69 
beg ROVE FIRE 37 


CODES ‘AND STANDARDS 

Development process and future trends, 4.36 

See also NFPA CODES AND STANDARDS 
«uel tank storage fac facility fire, Nov. 25, 1990, 6.73 

ov. 

COMMUNICATIONS 

See SERVICE COMMUNICATIONS 

ODELS 








service, 3. 
CONCEALED SPACES 
Ceiling, catastrophic hotel fire started in, 4.64 
Cockloft, catastrophic fire spread through, 4.65 
Fire spread into, 6.77 
Fire spread 4.67 
Wall void, fire started in, 4.67 
CONDOMINIUM FIRES 
California, 1990, 6.24 
Illinois, 1990, 6.23 
CONNECTICUT 
Marina fire, 1990, 6.26 
COOKING-AND-HEATING EQUIPMENT FIRES 
See HEATING-AND-COOKING EQUIPMENT FIRES 
CUTTING-AND-WELDING OPERATIONS 
See WELDING-AND-CUTTING OPERATIONS 


DELAWARE 
Catastrophic dwelling fire, April 10, 1990, 4.66 
Detention facility fire, 1990, 3.25 
DETECTORS 


Rendered inoperable by explosion, 6.74 
ETECTORS, HEAT, UNSATISFACTORY PERFORMANCE 


DETECTORS, SMOKE 
Insufficient number, location factors in catastrophic fire, 


4.68 
Location delayed notification, factor in catastrophic fire, 
4.69 


DETECTORS, SMOKE, NOT A FACTOR IN FIRE 
Battery missing, 4.26, 5.26 
Disconnected, 3.26 
Not — operational, 3.27 


5.26 
DETECTORS, SMOKE, UNSATISFACTORY PERFORMANCE 


4 
DETENTION FACILITY FIRES 
Delaware, 1990, 3.25 
DETROIT, MICH. 
Aircraft collision at Dec. 3, 1990, 3.69 
— aircraft collision at airport, Dec. 3, 1990, 
4. 





DISASTER PLAN 
= _—— County Fire Department’s response program, 


DISPATCH 
—— DISPATCH 


per escape in catastrophic dwelling fire, 4.64 
ed, hamper escape in fatal apartment fire, 4.26 
Locked — fire fighting operations in shopping mall 
1 


Open, catastrophic fire spread through, 4.66 
Open, fire spread through, 6.24 
Paap smoke spread through, 3.26 

See also EXITS 


DORMITORY FIRES 
College, Washington, D.C., 1990, 4.25 
oe barracks, Washington, May 11, 1990, 6.77 
niversity, Arizona, 1 1990, 2.29 
DROUGHT 
Factor in wildland fires, 1990, 1.59, 4.70, 6.74, 75, 78 
DUMPSTER FIRES 


Paper, ee by heat from gas heater, 6.75 
DWELLING FIR! 


cts first ignited in, 1983-1987, 5.72 
DWELLING FIRES, , CATASTROPHI HIC 


Florida, Oct. 15, 1990, 4.64 
Illinois, Jan. 11, 1990, 4.65 
Massachusetts, May 27, 1990, 4.65 
Michigan, Dec. 22, 1990, 4.64 
Michigan, Feb. 28, 1990, 4.64 
New York, Dec. 27, 1990, 4.65 


Wisconsin, March 13, 1990, 4. 
Wisconsin, May 10, 1990, 4.65 


See VACANT BUILDING FIRES 

DWELLING-UNDER-CONSTRUCTION FIRES 
Catastrophic, New Hampshire, Feb. 26, 1990, 4.68 
Illinois, 1990, 3.27 


EDITORIALS 
Fire fighter fatalities, prevention of, 4.4 
NFPA service to members, 1.5 
NFPA’s sense of mission, 5.4 
NFPA, leading the way on codes and standards, 6.4 
NFPA, the old and the new, 2.5 
sont new ideas for firesafety, 3.5 
“a from second floor in large-loss-of-life club fire, 


Fire deaths of elderly, causes and prevention, 2.36 
ELDERLY HOUSING FIRES 
See HOUSING-FOR-ELDERLY FIRES 
ELECTRIC GENERATING PLANT FIRES 
California, Jan. 10, 1990, 6.76 
ELECTRICAL EQUIPMENT FIRES 
Boat electrical system ignites gasoline, 4.31 
Drop light ignites trash, 2.31 
Extension cord, overloaded, ignites fabric, 4.26 
Extension cords, overlo ed, — door frame, 4.65 


ignites 

Glue gun ignites fireworks factory fire, 4.30 

Heat lamp ignites wood lining of boat engine room, 6.26 

Heat tape ignites structural members, 5.28 

Lamp raha cloth, 4.25, 26 

Light bulb explodes, ignites combustibles, 5.25 

Lights, decorative, ignite Christmas tree, 6.24 

Portable light ignites flammable liquid, 2.30 

Waffle iron ignites workbench, 3.25 

See also HEATING-AND-COOKING EQUIPMENT FIRES 
ELECTRICAL FIRES 

Forklift control arcs, ignites pentane, 6.26 

Owoff switch malfunction, probable fire cause, 1.30 

Short circuit ignites light ballast material, 3.29 

Short circuit in battery ignites subway car, 4.31 

Short circuit in circuit breaker service cable ignites wood 





framing, 4.6 
Short circuit in exhaust fan ignites wood framing, 6.25 
er? circuit in line ignites underground electrical vault, 
Short circuit in typewriter ignites plastic housing, 5.25 
— , arcing from power lines ignites dry vegetation, 


Wiring wrapped on nail ignites joist, 3.27 
Wiring, inadequately -_ ignites wall, 4.67 
ELECTRICAL SAFETY COLUMN 
Main service disconnect, National Electrical Code terms 
and requirements, 6.88 
NFPA 72, Protective Signaling Syst combines pr 
standards, 5.86 





Polychlorinated biphenyls (PCBs), 1.116 

Residential electrical system reinspection, 2.112 

National Electrical Code, and the global marketplace, 

3.120 

EMERGENCY COMMUNICATIONS 

See FIRE SERVICE ee 
EMERGENCY secant 

nal Airport, Boston, Mass., 2.54 


, Logan Inte: 
EMERGENCY RESPONSE SYSTEM 
Analy: 


sis and enhancement of system, Vancouver, Wash., 


1.78 
ENVIRONMENT 
Fire and the environment, 1.34 


Hazardous materials incident response to mitigate environ- 


mental damage, 1.112 
Tire fire pollutes environment, 1.50 
EVACUATION 


Area around manufacturing plant, caused by fireworks, 


successful, 4.30 
Dormitory, successful, 4.25 
Housing for elderly, successful, 3.25 
facturing plant, successful, 2.33 
Medical research laboratory, successful, 5.30 
Nursing home, successful, 4.25 
Store, successful, 1.29 
EXITS 


Blocked by security bars, factor in catastrophic fire, 4.64 
Blocked by security bars, factor in fatal fire, 4.26 
Blocked, factor in catastrophic dwelling fire, 4.66 
Locked, ‘factor in c vacant g fire, 4.68 
Locked, factor in large loss of life club fire, 4 67 
Secured, factor in catastrophic vacant club fire, 4.68 
See also DOORS 

EXPLOSIONS 
Propane, 3.27 

EXPLOSIONS AND FIRES 
Barge fire, Louisiana, 1990, 4.70 
Boat fire, Nebraska, 1990, 4.31 
Chemical manufacturing plant, Ohio, 1990, 3.31 
Chemical manufacturing plant, Texas, 1990, 4.67 
Crude oil vapors, tank storage facility, Louisiana, 1990, 





Crude oil vapors, tank storage facility, Oklahoma, 1990, 
4.69 


Explosives, coal mine, Kentucky, 1990, 4.69 

Fireworks in garage, Ohio, 1989, 1.3] 

Fireworks plant, Mississippi, 1990, 4.30 

Hydrogen storage tower at soap plant, 1989, 5.30 

Propane cylinder BLEVE, 6.23 

Propane gas, ignited by pilot light, 1.28 

Short circuit in underground electrical vault, 4.69 
EXPLOSIVES 

Accidental detonation, catastrophic fire cause, 4.69 
EXTINGUISHERS 

Explosion of carbon dioxide extinguisher, 4.30 

~~ successful in medical research laboratory fire, 


Ineffective on — fire, 4.30 

Portable, fire, 5.25 

Spread fire from pac room in boat fire, 6.26 
EXTINGUISHERS, DRY CHEMICAL 

Empty, missing extinguishers in warehouse fire, 2.33 

Ineffective on Christmas tree fire, 6.24 

Ineffective on insulation fire, 6.23 

Ineffective on tar fire, 6.23 

Successful in foundry fire, 1.31 


FILMS, NFPA 
Senior firesafety with Jonathan Winters, 2.44 
FIRE ALARM DELAYED 
Occupant(s) fought fire, 4.69 
FIRE AND THE ENVIRONMENT 
See ENVIRONMENT 
FIRE BARRIERS 
In structural joints, 2.98 
See , FIR! 


also W. 
FIRE COMMAND COLUMN 
Fire critiques, effective, characteristics of, 3.152, 4.106 
Fire critiques, standard review items, 6.104 
Fire critiques, steps in assembling, 5.109 





Fire service management modeled on fireground manage- 


ment, 2.144 
FIRE CRITIQUES 
Characteristics of effective critiques, 3.152, 4.106 
Standard review items, 6.104 
Steps in assembling, 5.109 
FIRE DEATHS, U.S 
Of elderly, causes and prevention, 2.36 
Smoking materials as leading cause, 1980-88 overview, 


See also CATASTROPHIC FIRES 

See also FIRE FIGHTER FATALITIES 
FIRE DOORS 

See DOORS, FIRE 
FIRE DRILLS 

School, planned programs, 2.24 
FIRE FIGHTER FATALITIES 


— Office building fire, Philadelphia, Pa., Feb. 23, 1991, 


US. 1990 report, 4.46 
FIRE FIGHTER INJURIES 


Command safety guidelines, 1.74 
FIRE FIGHTING, INTERNATIONAL 
Japan, 5.51 
Soviet Union, 6.66 
FIRE INSPECTION 
Fire — Certification program, 3.57 


See COMPUTER MODELS 
FIRE PREVENTION EDUCATION 
In-service programs for teachers, 4.35 
FIRE PREVENTION WEEK 
1991 theme: fire escape planning, 5.34 
FIRE PRODUCTS 
Ha fighter fatalities related to, 1990, 4.53, 90 
Fire fighter injuries related to, 1990, 6. 49, 51, 52, 53 
FIRE PROTECTION 
Future of, 1991 overview, 3.38 
FIRE PROTECTION HANDBOOK 
17th edition, overview, 3.106 
FIRE PROTECTION PROGRAMS 
Soviet Union, 6.66 
_= SERVICE ADMINISTRATION 
ion career/vol departments, 3.36 
Cuglineue fire protection systems, 4.16 
Computer software for, 3.90 
Fireground management as model for, 2.144 
Laughter as workplace morale booster, 2.116 
Management concerns, overview of, 3.17 
Peer mediation, San Francisco Fire Department, 3.62 
Specialization of support services, Fort Worth, Tex., 2.78 
Splinter groups, effect of, 2.19 
Volunteer fire departments, contracting with, Austin, Tex., 
104 








Volunteer fire officers, 2.114 
ITI 


also FIRE CRITIQUES 
FIRE SERVICE APPARATUS AND EQUIPMENT 
Fire fighter fatalities related to, 1990, 4.53, 
Fire fighter injuries related to, 1990, 649, 60, > 52 
St. Louis, Mo. purchases all new apparatus, 1 
FIRE SERVICE COMMUNICATIONS 
Engine companies lacked radio communications, 6.74 
Hampered by power shut-off, 1.27 
Lack of 911 service factor in building-under-renovation fire, 


Overwhelmed by incoming calls, 6.74 
Radio communications hampered by static, garbled trans- 


mission, 6.73 
FIRE SERVICE FACILITIES 
Renovation of, St. Louis, Mo., 1.94 
See also FIRE SERVICE OPERATIONS HAMPERED 
FIRE SERVICE OPERATIONS 
Command safety: a wake-up call, 1.74 
Fire station response and support specialization, Fort 
Worth, Tex., 2.78 
Initial response, see FIRST RESPONSE COLUMN 
See also MUTUAL-AID RESPONSE 
FIRE SERVICE OPERATIONS HAMPERED 
Access blocked by chicken-wire partitions in attic, 3.26 
Access limited by location/size of other buildings, collapsed 
wall, 6.37 
Access limited by locked doors, 1.29, 4.68 
Access limited by security devices, 4.26 
Access limited by street layout, 6.74 
Access limited to site, 6.73 
Access road of poor quality, 3.27 
Communications by radio hampered by static, garbled 
transmissions, 6.73 
Communications by radio limited, 6.74 
Communications hampered by lack of 911 service, 4.31 
Communications hampered by power shut-off, 1 27 
Communications overwhelmed by incoming calls, 6.74 
Electrical power loss, 5.64 
Fog, fuel leak on runway, 3.69 
Hazardous materials, by presence of, 6.75 
Hydrants at distance, 3.27 
Nursing home patients in restraints slow rescue, 4.67 
Rural location, 4.65, 67 
Water pressure inadequate, 5.64, 6.74 
Water storage problems, 6.73 
Water supply disrupted by explosions, 6.74 
Water supply inadequate, 1.27, 54, 3.27, 4.26, 6.74, 75 
Weather (fog), 3.69 
Weather (high temperature), 6.78 
Weather (low temperature), 1.27 
Weather (winter), 6.73 
See also DROUGHT 
See also WIND 
FIRE SERVICE RESCUE AND EXTRICATION 
Fire fighter fatalities related to, 1990, 4.51, 53, 58 
Fire fighter injuries related to, 1990, 6.50 
Nursing home patients in restraints slow rescue, 4.67 
FIRE WALLS 
See WALLS, FIRE 
FIRESAFETY EDUCATION 
—" e safety leadership role for fire departments, 
Public education for wildfires, 4.32 
FIRESAFETY UPDATE COLUMN 
— Week, 1991 theme: fire escape planning, 


In-service programs for teachers, 4.35 
Juvenile Firesetter Program, Phoenix, Ariz., 1.22 
School fire drills, planned programs for, 2.24 
FIREWATCH COLUM 
1.27, 2.29, 3.25, 4.25, 5.25, 6.23 
FIREWORKS 
Illegal, cause of garage explosion, fire, 1.31 
Manufacturing plant explosion, 4.30 
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FIRST RESPONSE COLUMN 
Budgeting for initial response crews, 1.17 
Community fire protection systems, 4.16 
Fable offers lessons for fire service, 5.32 
Fire service management concerns, 3.17 
Fire service splinter groups, 2.19 
Proactive safety leadership role required of fire deparit- 
ments, 6.93 
FLAMMABLE, COMBUSTIBLE LIQUIDS FIRES 
Airport fuel ignited by unknown source, 6.73 
Alcohol ignited in truck/train oe 4.70 
Charcoal lighter used to ignite 
Diesel fuel ignited by hot manifold, 2.30 
Heat transfer fluid (HTF) ignited by gas heater, 6.76 
Lacquer overheats, ignites catastrophic fire. fire, 2.31 
Paint thinner used. to ignite school fire, 3.27 
Pentane ignited by electrical arc from forklift controls, 6.26 
Unknown liquid used to ignite catastrophic fire, 4.64, 65 
See also GASOLINE 
See also OIL 
See also VAPOR FIRES 
FLAMMABLE/COMBUSTIBLE LIQUIDS FIRES 
Paint thinner used to ignite school fire, 3.27 
FLASHOVER 
1989, 1.30 


Church fire, 
FLEMING, RUSSELL P. 
le of, 2.14 


Fire involving, 1.27 

FLORIDA 
Apartment building fire, 1990, 3.25 
Catastrophic dwelling fire, Feb. 25, 1990, 4.66 
Catastrophic dwelling fire, Jan. 13, 1990, 4.64 
Catastrophic dwelling fire, Oct. 15, 1990, 4.64 
Catastrophic hotel fire, April 6, 1990, 4.64 
Fatal apartment building fire, 1990, 6.24 
Fatal manufactured home fire, 1990, 4.26, 5.28 
tony tank storage facility fire, 1990, 3.29 


Aqueous film-forming, on fuel tank fire, 6.73 
FOREST FIRES 


Electrical are from controls ignited pentane, 6.26 
Exhaust manifold of unmanned forklift ignited stored poly- 
urethane, 5.30 
Hot — ‘block ignited propane leaking from engine, 2.33 
FORT WORTH, TEX. 


Support services provided by fire stations, 2.78 
FURNISHINGS 
1991 Life Sete Code gene, 420 
FURNITURE, UPHOLSTERE 
Chair, ignited in perme my fire, 5.28 
Sofa, ignited by child playing with lighter, 4.65, 66, 6.24 
Sofa, ignited by children playing with matches, 4.64, 66 
Sofa, ignited by cigarette, 3.26, 4.65, 66 
Sofa, ignited by smoking materials, 4.68 


GARAGE, RESIDENTIAL, FIRES 
Catastrophic, California, July 22, 1991, 4.67 
Ohio, 1989, 1.31 

AS FIRES 


Hydrogen, ignited by electrical arc, 3.31 
Natural, ignited by burning rubbish, 4.25 
Natural, ignited by flash fire, 3.26 
Natural, ignited by pilot light, 4.64 
Natural, ignited by space heater, 4.66 
Natural, ignited - spark, 6. od 
Natural, ignited by stove burn 
See also HEATING AND-COOKING. EQUIPMENT FIRES 
See also PROPANE 
GAS FIRES AND EXPLOSIONS 
Hydrogen pipe connection failed, 5.30 
Propane cylinders B , 6.23 
Propane, ignited by pilot light, 1.28 
GAS LINES 
a pipe connection failed, 5.30 
atural gas, failed due to heat from fire, 4.25 
pmnetnaly fractured, ignited by heater, 3.27 
GASOLINE 
Ignited by candle, 4.26 
Ignited by light fixture, 2.30 
Ignited by spark, 4.30 
Ignited by spark, improper handling is factor, 2.31 
Storage tank pipes, ignited in truck accident, 2.32 
Used to ignite victims in incendiary aay = 
Used to kindle wood stove, ignited fire, 
— from automobile fuel tank eae y pilot light, 
4 


Vapors from fuel line leak cause boat fire, 4.31 
Vapors ignite tank storage facility, 3.29 
See also AUTOMOBILE FIRES 
See also TRUCK FIRES 
GEORGIA 
= board and care facility fire, March 11, 1990, 


Catastrophic railroad rolling stock fire, Aug. 9, 1990, 4.72 
Catastrophic vacant club fire, Dec. 12, 1990, 4.68 
Warehouse fire, Jan. 26, 1990, 6.76 
GLASS 
Molten, ignites combustible deposits, 6.25 
GLENDALE, CALIF. 
Wildland fire, June 27, 1990, 1.59 
GRASS FIRES 
Cause of warehouse fire, 1990, 4.26 
GRINDING OPERATIONS 
Sparks cause fire, 6.75 
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HAGERSVILLE, ONT. 
Tire fire, 1990, 1.50 
HALONS 
Second International Conference, 1990, 1.64 
Time line on control of, 1974-91, 1.67 
HAPPY LAND SOCIAL CLUB FIRE 
Catastrophic, New York, March 25, 1990, 4.61 
HAWAII 
Warehouse fire, 1989, 1.31 
HAZ-MAT ISSUES COLUMN 
Chemical ——. of hazardous substances critical to 
decision-making, 6. 
Community hazards analysis to precede response team 
formation, 5.18 
Environmental damage mitigation in incident response, 
1.112 
Hazardous Materials Transportation Uniform Safety Act of 
1990 (USA 90), discussion, 3.117 
NFPA 472, 473, comments sought on, 2.110 
HAZARDOUS MATERIALS 
Hampered fire fighting, 6.75 
Heat transfer fluid (HTF) (thermal VP-1) in fire required 
a 6.76 
See also HAZ-MAT ISSUES COLUMN 
HEALTH CARE FACILITIES FIRES 
New York, July 21, 1990, 6.78 
See also NURSING HOME FIRES 
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